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9203240246 Forwards response to survey questionnaire re emergency response data
sys.per     Section     3.3     of     Rev     1     to     NUREG-1394.     Response     covers
contacts.communications description, selection of data feeder & data feeder info.
PRUNTY.R.W. Carolina Power & Light Co. 92/03/18. Document Control Branch (Doc-
ument Control Desk). 5pp. 61099:346-61099:350.

9203270150 Advises that Emergency Response Data Sys (ERDS) implementation plan
in util 911028 Itr acceptable & that testing phase of ERDS implementation involves
testing w/ Halliburton NUS Environ Corp.

ADENSAM.E.G. Project Directorate 11-1. 92/03/23. EURY.L.W. Carolina Power & Light
Co. 5pp. 61164:191-61164:195.

H. Genera! correspondence

9203160208 Requests that RA Watson be considered executive point of contact for
NRC correspondence w/util.

EURY.L.W. Carolina Power & Light Co. 92/03/09. Document Control Branch (Docu-
ment Control Desk). 2pp. 60969:317-60969:318.

9203250366 Notifies that DC McCarthy recently named manager & replaces SD
Floyd.effective 920404.

VAUGHN.G.E. Carolina Power & Light Co. 92/03/20. Document Control Branch (Doc-
ument Control Desk). 1p. 61163:166-61163:166.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203100091 Confirms 920211 telcon between C Baucom & HO Christensen concerning
plant self-assessment & outage risk rngt to be conducted at licensee request in
Atlanta, GA on 920311.

REYES.LA. Region 2 (Post 820201). 92/02/19. EURY.L.W. Carolina Power & Light
Co. 3pp. 60844:057-60844:059.

9203020336 Forwards "HB Robinson Steam Electric Plant Unit 2 Effluent & Waste Dis-
posal Semiannual Rept.Jul -Dec 1991."

CHAM8ERS.R.H. Carolina Power & Light Co. 92/02/25. Document Control Branch
(Document Control Desk). 1p. 60838:235-60838:344.

-9203020340 Rev 7 to "HB Robinson Steam Electric Plant.Unit 2 ODCM."

*  Carolina Power & Light Co. 91/07/30. 53pp. 60838:292-60838:344.

9203050183 Discusses plant matl properties for fracture toughness requirements for
protection against PTS events.per 10CFR50.61.NRC would like to further review issue
re applicability of Cu & Ni content of HBR2 surveillance weld.

ADENSAM.E.G. Project Directorate 11-1. 92/02/27. EURY.LW. Carolina Power & Light
Co. 3pp. 60807:138-60807:181.

9203180116 Forwards info received during discussions between Region II personnel &
concerned individual re Allegation RII-92-A-0023 for review.Encl withheld.
REYES.LA. Region 2 (Post 820201). 92/03/02. EURY.LW. Carolina Power & Light
Co. 3pp. 60936:091-60936:093.

9203110204 Forwards position on submergence qualification of S Moore, BIW & Contin-
ental cables installed at facility.Util position is that cables have been & are still quali-
fied for submergence.

CHAMBERS.R.H. Carolina Power & Light Co. 92/03/03. Document Control Branch
(Document Control Desk). 7pp. 60897:041-60897:047.

9203110295 Application for amend to License DPR-23,adding footnote to TS 3.14.3.2a
& 3.14.4.2.a which will suspend requirements of fire protection for duration of contain-
ment integrated leak rate test & structural integrity test.

VAUGHN.G.E. Carolina Power & Light Co. 92/03/05. Document Control Branch (Doc-
ument Control Desk). 8pp. 60912:356-60913:006.

-9203110300 Proposed TS 3.14.3.2.a & 3.14.4.2,a adding footnote which will suspend
requirements of fire protection for duration of containment integrated leak rate test &
structural integrity test.

*  Carolina Power & Light Co. 92/03/05. 4pp. 60913:003-60913:006.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203130236 Requests exigency handling for license amend request submitted on
920305 for plant.allowing suspension of required actions during inoperability of certain
fire protection equipment inside containment.

DIETZ.C.R. Carolina Power & Light Co. 92/03/06. Document Control Branch (Docu-
ment Control Desk). 2pp. 60933:231-60933:232.

9203190412 Forwards notice of consideration of issuance of amend to License DPR-23
& proposed NSHC & opportunity for hearing on 920305 request to suspend require-
ments of Tech Spec Sections 3.14.3.2.a & 3.14.2.a for duration of CILRT.
LO.R.H. Project Directorate 11-1. 92/03/10. EURY.LW. Carolina Power & Light Cp.
4pp. 60971:194-60971:207.

-9203190416 Notice of consideration of issuance of amend to License DPR-23 & pro-
posed NSHC determination & opportunity for hearing on 920305 request to suspend
requirements of fire protection Tech Specs for duration of CILRT.
WUNDER.G.F. Project Directorate 11-1. 92/03/10. 10pp. 60971:198-60971:207.

9203180421 Forwards updated agenda for structural audit at facility on 920413-
16.Agenda updated to reflect unique features of facility structures & supercedes
agenda sent on 920220.

LO.R.H. Project Directorate 11-1. 92/03/13. EURY.LW. Carolina Power & Light Co.
6pp. 60964:130-60964:135.

Q. Inspection reports, IE Bulletins & correspondence

9203030198 Forwards insp rept 50-261/92-01 on 920121-24.No violations or deviations
noted.

CLINE.W.E. Region 2 (Post 820201). 92/02/10. EURY.LW. Carolina Power & Light
Co. 3pp. 60754:239-60754:249.

-9203030204 Insp rept 50-261/92-01 on 920121-24.No violations noted. Major areas
inspected:site emergency preparedness program.

WRIGHT.F.N., SARTOR.W.M., RANKIN.W.H. Region 2 (Post 820201). 92/02/05. 8pp.
60754:242-60754:249.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York. Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York. Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York. Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9203100024   Forwards   insp   rept   50-261/92-02   on    920114-0207   &   notice   of
violation.NRC concerned about violation because personnel failed to recognize effect
that substituting test methodology would have on containment isolation valves.
VERRELLI.D.M. Region 2 (Post 820201). 92/02/25. EURY.LW. Carolina Power &
Light Co. 3pp. 60843:136-60843:152.

-9203100029 Notice of violation from insp on 920114-0207.Violation noted:failure to
adequately perform stroke timing of two containment isolation valves in manner re-
quired by test procedure.
* Region 2 (Post 820201). 92/02/25. 1p. 60843:139-60843:139.

-9203100039 Insp rept 50-261/92-02 on 920114-0207.Violation npted.Major areas
inspected:operational safety verification.surveillance observation.maint observation &
self-assessment.

GARNER.LW.,   CHRISTENSEN.H.   Region   2   (Post   820201).   92/02/25.   13pp.
60843:140-60843:152.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York. Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018. "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203130037 Forwards insp rept 50-261/92-04 on 920210-14.Violations noted reflect de-
terioration of security program re attention to duty by members of security force & fail-
ure to adhere to long-standing regulatory commitments by security staff.
COLLINS.D.M. Region 2 (Post 820201). 92/03/06. EURY.LW. Carolina Power & Light
Co. 3pp. 60886:089-60886:092.

-9203130046    Partially    withheld    insp    rept    50-261/92-04   on   920210-14    (ref
10CFR73.21).Violations noted.Major areas inspected:  security program for power
reactors.plan.audit.barrier, detection.assessment & compensatory measures.
TOBIN.W.J.,  MCGUIRE.D.R. Region  2  (Post 820201).  92/03/06.  1p. 60886:092-
60886:092.

9203170192 Responds to NRC 920110 Itr re violations noted in Insp Rept 50-261/91-
21 .Corrective actions:breakers on Instrument Buses 2 & 4 to be replaced w/breakers
of higher current ratings in order to achieve adequate coordination.
DIET2.C.R. Carolina Power & Light Co. 92/03/09. Document Control Branch (Docu-
ment Control Desk). 13pp. 60981:323-60981:335.

9203170317 Revises 890403 response to NRC Bulletin 88-010, "Nonconforming
Molded-Case Circuit Breakers (MCCB)." Addl info re MCCB traceability & applicability
of bulletin requirements to addl MCCBs encl.

VAUGHN.G.E. Carolina Power & Light Co. 92/03/10. Document Control Branch (Doc-
ument Control Desk). 3pp. 60981:241-60981:243.. PHILLIPS.M.P. Region 3 (Post 820201). 92/03/
